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Fresnel Zone Plate Forms Images at Wavelengths Below 1000 Angstroms 




The problem: To produce an image forming device 
that will operate in the vacuum ultraviolet, particu- 
larly in the 1000 angstrom to 10 angstrom range. At 
these wavelengths, normally transparent materials be- 
come opaque and mirror materials effectively lose 
their reflectivity. 

The solution: A fresnel zone plate having openings 
in the areas usually occupied by 'transparent rings. 


How it's done: The zone plate is made by a com- 
bination of etching and electrodeposition that places 
thin layers of gold to form the opaque rings. The rings 
are supported by four radial ribs to maintain the po- 
sitioning and spacing in relation to the pattern of the 


transparent rings which are actually openings. The 
concentric opaque and transparent rings have diam- 
eters that are the square roots of continuous integral 
numbers starting with unity at the center of the plate. 

Notes: 

1. This plate has been successfully used in visible light 
and the ultraviolet as far as 2537 angstroms. For 
the shorter wavelengths, the plate must be used in a 
vacuum since the atmosphere is opaque to radia- 
tion below 20P0 angstroms. 

2. Inquiries concerning this innovation may be di- 
rected to: 

Technology Utilization Officer 
Goddard Space Flight Center 
Greenbelt, Maryland, 20771 
Reference: B65-10171 

(continued overleaf) 


This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States Govern- 
ment, nor NASA, nor any person acting on behalf of NASA: A. Makes 
any warranty or representation, express or implied, with respect to the 
accuracy, completeness, or usefulness of the information contained in 


this document, or that the use of any information, apparatus, method, 
or process disclosed in this document may not infringe privately-owned 
rights; or B. Assumes any liabilities with respect to the use of, or for 
damages resulting from the use of, any information, apparatus, method, 
or process disclosed in this document. . 


Patent status: NASA encourages commercial use 
of this innovation. No patent action is contemplated. 
Source: Smithsonian Institution under contract 
to, Goddard Space Flight Center 
(GSFC-231) 
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